Mr.  O.J.  Beaudett, 

Pontiac,  Mich. 

Dear  Sir:- 

Regarding  the  White  Star  Oil  Filter  purchased  from  us 
January  8th,  this  year. 

If  it  is  not  too  much  trouble,  will  you  kindly  give  us 
an  idea  of  what  the  Filter  is  doing  for  you  in  the  saving  of  your 
oil.  Please  state,  if  possible,  amount  of  oil  it  has  saved  in  a 
specified  time,  also  amount  in  dollars  and  cents. 

At  the  same  time,  we  should  be  pleased  to  learn  if  the 
filter  has  proven  satisfactory  or  unsatisfactory  in  any  way. 

Thanking  you  in  advance  for  an  early  reply,  we  remain. 
Yours  very  truly. 


(5^  (2^.  July  14,  1902. 


Pittsburg  Gage  & Supply  Co. 

Pittsburg, 

Pa. 

Gentlemen: - 

In  answer  to  your  letter  of  July  10",  regarding  White 
Stbr  Oil  Filter  purchased  from  you  on  Jan.  9"  1902,  we  will  say 
Piltei^  is  doing  all  we  could  expect  it  to  do,  inasmuch  as  it  has 
more  than  paid  for  itself  in  the  six  month’s  that  we  have  had  it. 
Our  Oil  bills  from  July  1st.  1901  to  Jan.  1st,  1902  were  $119.15. 
From  Jan.  1st.  to  July  1st.  1902  were  $85.07,  saving  us  $34.08  in 
the  six  months.  The  Filter  so  far  works  in  a very  satisfactory 
manner. 

Very  Truly, 


THE  SI3TERVILLE  f-ILSCTRiC  LiGHTpAND  POWER  CO 
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CITY  WATER  WORKS. 


Pittsburg  Gage  & Supply  Co., 
Pittsburg,  Pa, 


Gentlemeo: 


In  reply  to  yours  of  t he  9th  Inst.,  we  are  pleased  to  advise 


you  that  by  the  use  of  the  V/hite  Star  filter,  which  we  purchased  from 
you  some  time  ago,  we  have  made  a saving  of  at  least  50^  In  oil. 


Before  the  purchase  of  this  filter  we  used  a barrel  of  oil 


every  two  months,  but  with  the  use  of  the  filter  a barrel  will  last 
four  months, making  a saving  of  at  least  $75.00  per  year  in  engine  oil. 


The  filter  has  given  perfect  satisfaction. 

Very  truly  yours. 

City  Water  Works, 


Von. 


Secy. 


STAR  COAL  C0MPA:XY. 


Misters  and  Shippers  of  Bituiminous  Coad. 


Omo*.  1405  Park 


Min-zs,  Cocrtnet.  Pa. 


CouRTXEY,  Pa July  14-C2 


Pittsburg  Gage  & Supply  Co. 
Pittsburg, 


Pa. 


Pear  Sirs:- 


The  HIThite  Star  Oil  Filter  purchased  of  you  has  and  is 


now  giving  the  best  of  satisfaction.  As  an  oil  saver,  I think 
it  is  superior  to  any  filter  I have  ever  seen.  As  an  example 
of  its  economy  would  say  that  in  the  operation  of  our  150  h.p. 
high  speed,  one  16  x 20  and  two  10  x 12  engines,  we  have  con- 
sumed from  Jan.  1st.  to  July  1st.,  just  one  barrel  engine  oil. 


Yours  truly. 


July  17th,  *02. 


Pittsburg  Gage  & Supply  Co. 
Pittsburg, 


Pa. 


Dear  3irs:- 


Respondin^  to  your  inquiry  of  July  9th  in  regard  to 


the  White  Star  Oil  Filter  purchased  from  you  on  my  order  of  May, 
1901,  I have  the  following  report  from  Mr.  G.M.  Campbell,  our 
Electrical  Engineer,  v/hich  is,  I think,  quite  satisfactory. 


"In  connection  with  the  letter  from  Pittsburg  Gage  & 

Supply  Co.  herewith  returned,  would  say  the  filter  in 
question  is  and  has  been  working  very  satisfactorily. 

It.  filters  the  oil  in  an  efficient  manner  and  requires 
cleaning  out  only  once  in  about  two  months.  As  to  the 
amount  of  oil  saved,  I cannot  state  very  definitely  as  the 
records  in  this  office  do  not  cover  sufficient  length 
of  time  before  filter  was  installed.  From  such  records 
as  there  are,  it  appears  that  for  the  first  five  or  six 
months  after  the  filter  was  installed,  the  amount  of  Oil 
used  was  approximately  the  same  per  month  as  before, 
but  since  then  the  amount  used  is  lessened  considerably, 
perhaps  40  to  50^.  Part  of  this  saving  may  bo  and  prob- 
ably is  due  to  the  filter  and  part  to  a more  careful  use 
of  the  oil.  However,,  in  addition  to  the  saving  of  oil, 
the  filter  enables  us  to  use  a much  larger  supply  on 
the  bearings,  etc.  as  the  extra  amount  of  oil  used  is  not 
wasted  as  it  would  be  were  the  filter  not  in  use." 


Yours  truly. 


Pur.  Agent. 


®]^r(®lean 

mtanlfl.TH. 

Olcan,  N.  7.,  Jul’y  8,  1902. 


Pittsburg  Oage  * Supply  Co., 

Pittsburg,  Pa. 

Oentlemen:* 

Wa  have  had  In  use  one  of  your  White  Star  Oil  Filters  for 
nearly  a year  and  are  more  than  pleased  with  It.  It  has  saved  us 
25^  on  our  oil  bills,  besides  giving  us  better  service  than  the 
filter  we  formely  had,  which  by  the  way  was  one  of  the  best 
In  the  country.  Permit  us  to  congratulate  you  for  making  a filter 
that  WILL  FILTER. 

Very  truly  yours, 

Olean  Electric  Light  St  Power  Co. 

Supt. 


AMERICAN  TEN  PLiATE  COMPANV 
r^EW  CASTLE  Alfi>SHB:iVANOO  WORKS. 


NEW  CASTIE.  PA- 


